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The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


07/07/2011 


Matthew Libby 

Assistant District Attorney, Plynioiitb County 


Dear ADA Libby, 


Enclosed is the information you requested m regards to Commonwealth vs.| 
Included are copies of the following: 


1. CuiTicuIum Vitae for A nn ie Dookban and Della Saunders. 

2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples # 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

Anni e Dookban was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Della Saundei's was the conlirmatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 


Sincerelw 



Annie Dookhan 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Pubiic Health 
State Laboratory institute 


Boston Drug Department of Pubiic Health Amherst Drug 

Tel (enTlSeaa State Laboratory Institute Tei ( 4 i 3 ) m° 5 - 260 i 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours 
8 : 00 - 11:00 
2:00 - 4:00 


City or Department: 


DRUG RECEIPT 


Amherst Hours 
9 : 00 - 12:00 
1:00-4:00 


\jtiL 


Police Reference No 


Name and Rank of Submitting Officer: 
Defendant(s) Name ( last, first , initial)_ 


/ 



Description of Samples _ 

Bjckih 'it ^ —(0 

Ey-kulyi^ S' — 

t ^ 0}2Z^ put 

E)ck^h‘t % Pills 

hi i~ S —• (mS 

ir ^ PfSL 




Folk DIG PRR 042788 














Date Analyzed:, HAV 2011 


City: Chatham Police Dept. 

Officer: Detective LOU MAL ZONE 
Def: 

Amount: 1.0 Subst:TAB 

No. Cont: 1 Cent: pb 

Date Rec’d: 03/23/2011 No. Analyzed: 

Gross Wt: 2.92 Net Weight: 


# Tests; tcv'S.o 

Prelim: OAj.toc'-o.Ve 




DRUG POWDER ANALYSIS FORM 


SAMPLE it 



No. of samples tested: 


AGENCY ANALYST 

Evidence WL 


PHYSICAL DESCRIPTION: 





Gross Wt( );_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: O • 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate { ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalline Tests 
Gold 

Chloride_ 

TLTAJ_J__ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS_ 

DATE r-l-j-t.) 


GC/MS CONFIRMATORY TEST 
RESULTS o t5.^ 0 - 

MS 

OPERATOR _ 

DATE 


Revised 7/2005 
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MICROMEDEX® Healthcare Series: POISINDEX® Document Page 1 of 1 

POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, MjCfocrystalline 
Sodium Starch Giycolate 
Starch, Corn 
Lactose 
Stearic Add 
FD^C Blue No. 2 

Avaiiability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidien Mallinckfodt 
Product ID: 6594281 

AAPCC Code: 037705 “ Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetyl salicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed In a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form; Oral Tablet 
Color: Light Blue' 

Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


A/7/701 n 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth! 
Integrator : 


Data File: 

D: \System8\0 5_2 4__ll\789538 , D 
DCS 

24 May 2011 21 : 17 

BLANK 

1 

DRUGS .M 
RTE 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS* 



789538,D Fri Jul 01 13:31:31 2011 Page 1 
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6.304 


1274388 


100.00 


100.00 


! 


789539.D Fri Jui 01 13:31:35 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\0 5_2 4_ll\7 8 9539 . D 
DCS 

24 May 2011 21:29 

OXYCODONE STANDARD 

6 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# 

RT 

Library/ID 

CAS# 



Qual 

1 

6.30 

C:\Database\NIST08.L 







Oxycodone 

000076- 

■42- 

•6 

99 



Oxycodone 

000076- 

■42- 

'6 

99 



Oxycodone 

000076- 

■42- 

6 

99 



789539.D 


Fri Jul 01 


13:31:35 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\05_24_ll\789564 . D 
DCS 

25 Hay 2011 2:39 

BLANK 
ASD 
2 

DRUGS .M 
RTE 



Ret - Time 


Area Area % Ratio % 


INTEGRATED PEAKS-=^* 


789564,D 


Fri Jul 01 13:31:58 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\05 
DCS 

25 May 2011 
BLANK 
ASD 
2 

DRUGS, M 
RTE 


24_il\789565.D 
2 : 52 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


789565.D 


Fri Jul 01 13:32:01 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\05_24_ll\789566.D 

Operator : DCS 

Date Acquired : 3:04 

Sample Name : 

Submitted by : ASD 

Vial Number : 66 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

6.310 2478305 100.00 100.00 


789566.D Fri Jul 01 13:32:05 2011 Page 1 
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Area Percent / Library Search Report 



jAbundance Average of 6,250 to 6.496 min.: 789566.D\dala.ms (-) 



789566.D Fri Jul 01 13:32:05 2011 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\05_24_ll\7 8 95 67 * D 
DCS 

25 May 2011 3 : 16 

BLANK 

2 

DRUGS .M 
RTE 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


789567,D 


Fri Jul 01 13:32:09 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\05_24_ll\789568.D 
DCS 

25 May 2011 3 : 29 

BLANK 

2 

DRUGS . M 
RTE 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


789568.D 


Fri Jul 01 13:32:12 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\0 5__2 4__ll\7 8 95 69 . D 
DCS 

25 May 2011 3:41 

OXYCODONE STANDARD 

6 

DRUGS .M 
RTE 


LCg 


TIC; 789669,D\data.ms 


600000 

400000 

200000 


a: 

o 


i 

I 


I u ' r’ ' ' ' ! ' ' 

frime-> 2.00 2.60 

^ 1 ! * ‘ ' I ’ J ■ i ■ ., 

3,00 3.50 4.00 4.50 5.00 

r-T--r"p7-T- 

5.50 

'■■■’ 1 ' 
6,00 

6.60 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area 

% 

Ratio % 

6.304 

1297112 

100, 

00 

100.00 


789569,D 


Frx Jul 01 13:32:20 2011 


Page 1 
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Area Percent / l^ibrary Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\05_24_ll\789569.D 
DCS 

25 May 2011 3:41 

OXYCODONE STANDARD 

6 

DRUGS . M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

6.30 

C:\Database\NISTO8,t 
Oxycodone 

Oxycodone 

Oxycodone 

000076-42-6 99 
000076-42-6 99 
000076-42-6 99 

Abundance 


Average of 6.233 to 8.614 min.: 789569.D\data.ms {-) 

3^6 

i 


BO 

60 

40 

20 

0 


28 


m/2-> 


42 


70 


230 


65 

.ull .III, 


4H 


116 


SA 

ii i .fJi ..lili i- 


40 


60 


t 

80 




140 


128 


159 


176 


188 


201 


215 


258 

244 I 272 286 


T- 




1 " 


100 120 140 160 180 200 220 240 260 280 300 



#148098: Oxycodone 


315 


230 


116 140 

128 






201 


187 

!■! 

. Mill 


214 

|l| 




258 

244 || 272 286 ^00 


100 120 140 160 180 200 220 240 260 280 300 


789569.D 


Fri Jul 01 


13:32:21 2011 


Page 2 
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